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U. s. Highway 66 . . . Jd. Highways 260-77 & 60 
HOLBROOK. ARIZONA 
Air Cobled .. . Panel Ray Heat 
Tiled Bafhs Tub$ & Showers . . . Kifcnenettes Available 
Ken and Gwen Léopold, Owners & Operafors 
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DOUGLAS R. SMITH, 422 WASHINGTON BUILDING 5. D. Ç. 
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